ADDENDUM NO. 2 
Town of Clinton, Massachusetts 
Berlin Street 
Roadway Improvement Project 
DATE ISSUED: April 10, 2020 
BID DATE: April 15, 2020 
TO: All Bidders of Record 


This Addendum shall be part of the Contract Documents and plans as provided in 
“General Conditions of the Contract for Construction”. 


Bidder is to acknowledge receipt of this Addendum by acknowledging the appropriate 


number on Page 1 & 8 of Section 0500 of the Bid Form. Failure to do so may result in 
the rejection of the Bid. 


This addendum has been issued to address changes to the contract regarding the 
submission of the bid and public bid opening procedures as a result of COVID-19. 


MODIFICATIONS 


Advertisement for Bids & Section 1 — Invitation to Bid 
1. General 


Delivery & Bid Opening 
Bids still due 11:00am on April 15, 2020 


Bids will be due at the Board of Selectman’s Office, Town Hall, 242 Church Street, 
Clinton Massachusetts 01510 


The Town Hall is not open to the public because of COVID-19, bids can either be: 


1. Mailed so long as they reach the town at least 48 hours BEFORE the bid opening OR 
2. Bids can be hand delivered to a drop off box in front of Town Hall. 


Bids will be opened live a few minutes after 11:00am. The bid opening will be available 
online on Zoom: 


Join Zoom Meeting 
https://Zoom.us/j/9855429256 


Meeting ID: 985 542 9256 
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All other portions of the Contract Documents and plans remain unchanged. 


Please be reminded to acknowledge this Addendum on the bid forms. 


End of Addendum No. 2 
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